How Blue Was My Monitor 
by Tiffany Park 


Category: Stargate: SG-1 

Genre: Humor 

Language: English 

Status: Completed 

Published: 2000-03-10 08:00:00 

Updated: 2000-03-10 08:00:00 

Packaged: 2016-04-27 13:22:46 

Rating: T 

Chapters : 1 

Words : 4,884 

Publisher: www.fanfiction.net 

Summary: Things get a little too interesting when Daniel overloads 
the SGC ' s new computer system... 
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